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lo Tho Moscow Penicillin Factory tfc I4O { Penicillin ^avod Uo HO) is 
in Oktyabrski .iayon^ £00 motors south of the Khorcshenskoyo 
hi phv/ay and atout 5 km west of the crossing of the Leningrad and 
Khoroshenskoye highways® & It is an old plant re conditioned for 
pencillin production by the installation of hot e '.pul orient in tho 
nain build in:; and by the construction of a era buildings* In 1?L3 
oroduction ,ms underway in the main buildin * Q 


2o The plant covered an area of 200x200 motors* The nain production 
building, 150x3 a i.jotors 9 vac a five«*story structure* da tho first 
floor vns an old boiler shop with steam boilers designed for coal 
firing A vailed smokestack jas on the roof* Also 0:1 the first 
floor was a workshop idth machine tools and a switch and transformer 
installation 1th switchboards* control instruments* and cablo 
connection Go In the production departments were ei^ht o^^sliaocd 
boilers / ju 5 to 2 meters in diameter and 2 *15 meters hi'jho A thermal 
treatment of a cof foe-^colored liquid could bo observed tiiroujh vrindows 
in the boiler walls 0 The temperatures were continuously measured and 
recorded* I he product was allegedly penicillin in its final ntaje of 
procossi np 0 An upper floor of the main build in;' housed a laboratory 
■irith a closet* 1° motors wide* 1„5 meters hi;jh* and 2 meters deco* 
which wa. locked up like a safe* The closet* which* according to the 
inscriptions* was of make* vac. «.lloyodly an electrically heated 
chamber * Its interior was subdi vided by prates into several compartmontCo 


3c In addition to tie .a in buildiny* there v/as a new 5 , throe-story structure* 
measuring LGx 20 raters* part of which vra. boiny equipped as a joinery* 

The new boiler house s 25x25 mo tors* had next to it an iron smokestack * 
which was 30 meters hiyh and wa. built on a concrete base* Dne coal- 
burning boiler .installation in the nev/ house was in operation* and a 
second one was boiny set up* A storehouse* 30x10 meters * contained 15 
ratal barrels each holding 200 liters of fish oil* metal drums labelled 
(? 01iv" and each containing 130 liters of olive oil., carboys each con- 
taining TOO cubic centime tors of olive oil* and 200 carboys labelled 
n phosphoric acid" and each containing 50 to 60 liters* Also in tho olant 
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y;\rd was a thr^-rtory necs buil-iing, 50^20 noiujr.., ;>n0 «*.ui old two-ctory 

residential building, lfixlp meters* Electric power was supplied by 
another plant* ** 

U* Tho pencillin produced hore was coffee-colored and somewhat viscous* It 
was put into glass flasks with a capacity of 50 cubic centimeters each* 
These flasks, which were plugged with cork and sealed with wax, were 
labelled tt FSNCILLIN tf , written in Latin letters « The plant also produced 
camphor oil and liquid dextrose, which were poured into tubes with a 
capacity of 2 cubic centimeters each* Production figures are not known 0 

5* Among the raw materials used, phosphoric acid, olive oil, fish oil, and 
dried yellow peas were noted 0 Large amounts of leached peas were observed 
among the wastes 


The plant employed about 500 workers, half of whom were women * Many women 
spoke English * ’York was done in one shift lasting from 9 a*m* to 5 p 0 nu 


■* I Icomrsentol [ description of the plant’s location is hardly 

credibl e*"' TFTs in contradiction to information furnished | 

Comment * A sketch of the plant yard is given in the annex* 
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1 Annex; 1 - sketch on ditto. 
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